ETag: "a35b2d3d0b72fc1e76b8ee0d36397ed3"
authorization: LOW FL16hzUzUWaZT77E:REDACTED_BY_IA_S3
connection: TE, close
content-length: 2193485
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.1
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-collection: opensource
x-archive-meta-creator: Howlett, S.
x-archive-meta-date: 1837-01-01
x-archive-meta-description: Description of a Compensating Barometer, Adapted to Meteorological Purposes, and Requiring no Corrections Either for Zero, or for Temperature. Howlett, S Abstracts of the Papers Printed in the Philosophical Transactions of the Royal Society of London (1800-1843). 1837-01-01. 4:133–133
x-archive-meta-identifier-doi: 10.1098/rspl.1837.0062
x-archive-meta-journal-title: Abstracts of the Papers Printed in the Philosophical Transactions of the Royal Society of London (1800-1843)
x-archive-meta-journal-volume: 4
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://creativecommons.org/publicdomain/mark/1.0/
x-archive-meta-mediatype: texts
x-archive-meta-originalurl: http://dx.doi.org/10.1098/rspl.1837.0062
x-archive-meta-page-ending: 133
x-archive-meta-page-starting: 133
x-archive-meta-publisher: Royal Society of London
x-archive-meta-title: Description of a Compensating Barometer, Adapted to Meteorological Purposes, and Requiring no Corrections Either for Zero, or for Temperature.
x-archive-meta01-subject: Proceedings of the Royal Society of London
x-archive-meta02-subject: Philosophical Transactions of the Royal Society
x-upload-date: 2011-07-27T11:56:11.000Z
